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July 1981 
NATIONAL INTELLIGENCE COUNCIL 
Non-Office Space Survey 
(Cur€ent Usage) 
Category Room No. Sq. Feet 
Conference 5600 300 
Conference 7E62 435 
Registry* 7E47 400 (approx) 
Xerox 7E62 20 . 
7E47* 90 m 
5G00* 30 " 
2E49 30 
File Room* 7E47 190 ” 


* Space and facilities shared with non-NIC units 
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July 1981 


NATIONAL INTELLIGENCE COUNCIL 
Non-Office Space Survey 


(FY 87 Projection) 


Conference (3) 1. 


Registry (1) 1. 


Xerox "rooms" (4) Ly 


File room (1) 1. 


Library (1) des 


*Consultant/VIP visitor working rooms (4) . ili 


* 


400 


90 


30 


30 


Z0 


200 


300 


450 
450 


. 450 


450 


To accommodate high-level outside consultants brought in temporarily 
to work on or review NIC estimtive papers; each room to include study 


room and separate secretarial support area. 
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| ROUTING AND RECORD SHEET 


| SUBJECT: (Optional) 


Non-Office Space Survey: 


[ FROM: 
Executive = NIC 


Rm. 7E48 Hgs 


TO: (Officer designation, room number, and DATE 
building) OFFICER'S COMMENTS (Number each comment to show from whom 
INITIALS to whom. Draw a line across column after each comment.) 


RECEIVED FORWARDED 


Vice Chairman, NIC , be Th ale cai 
; ~ alee men 


— Sern { 
Chairman, NIC 
| 


eae 55 
PG eT O) 


SEATS Planning Staff 
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